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This  report  is  prepared  under  guidance  contained  in  the  Recommended 
Guidelines  for  Safety  Inspection  of  Dams,  for  Phase  I  Investigations. 
Copies  of  these  guidelines  may  be  obtained  from  the  Department  of 
the  Army,  Office  of  Chief  of  Engineers,  Washington,  D.C.  20314. 


The  purpose  of  a  Phase  I  investigation  is  to  identify  expeditiously 
those  dams  which  may  pose  hazards  to  human  life  or  property.  The 
assessment  of  the  general  condition  of  the  dam  is  based  upon  visual 
observations  and  review  of  available  data.  Detailed  investigations 
and  analyse^  involving  topographic  mapping,  subsurface  investigations, 
material  testing,  and  detailed  computational  evaluations  are  beyond 
the  scope  of  a  Phase  I  investigation;  however,  the  inspection  is 
intended  to  identify  any  need  for  such  studies  which  should  be  per¬ 
formed  by  the  owner. 


In  reviewing  this  report,  it  should  be  realized  that  the  reported 
condition  of  the  dam  is  based  on  observations  of  field  conditions  at 
the  time  of  inspection  along  with  data  available  to  the  inspection 
team.  In  cases  where  the  reservoir  was  lowered  or  drained  prior  to 
inspection,  such  action,  while  improving  the  stability  of  the  dam, 
removes  the  normal  load  on  the  structure  and  may  obscure  certain 
conditions  which  might  otherwise  be  detectable  if  inspected  under 
the  normal  operating  environment  of  the  structure. 

It  is  important  to  note  that  the  condition  of  the  dam  depends  on 
numerous  and  constantly  changing  internal  and  external  factors  which 
are  evolutionary  in  nature.  It  would  be  incorrect  to  assume  that 
the  present  condition  of  the  dam  will  continue  to  represent  the  condi¬ 
tion  of  the  dam  at  some  point  in  the  future.  Only  through  frequent 
inspections  can  unsafe  conditions  be  detected  and  only  through  continued 
care  and  maintenance  can  these  conditions  be  prevented  or  corrected. 

Phase  I  inspections  are  not  intended  to  provide  detailed  hydrologic 
and  hydraulic  analyses.  In  accordance  with  the  established  Guidelines, 
the  spillway  design  flood  is  based  on  the  estimated  "Probable  Maximum 
Flood"  for  the  region  (greatest  reasonably  possible  storm  runoff),  or 
fractions  thereof.  The  spillway  design  flood  pro\  ides  a  measure  of 
relative  spillway  capacity  and  serves  as  an  aid  in  determining  the  need 
for  more  detailed  hydrologic  and  hydraulic  studies,  considering  the  size 
of  the  dam,  its  general  condition  and  the  downstream  damage  potential. 


The  assessment  of  the  conditions  and  recommendations  was  made  by  the 
consulting  engineer  in  accordance  with  generally  and  currently  accepted 
engineering  principles  and  practices. 
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PHASE  I  REPORT 

NATIONAL  DAM  INSPECTION  PROGRAM 


NAME  OF  DAM:  Mill  Creek  Dam 
STATE  LOCATED:  Pennsylvania 
COUNTY  LOCATED:  Bradford 

STREAM:  Mill  Creek,  a  secondary  tributary  of  Susquehanna  River 

SIZE  CLASSIFICATION:  Small 

HAZARD  CLASSIFICATION:  Significant 

OWNER:  Camp  Spring  Hill,  Inc. 

DATE  OF  INSPECTION:  November  14,  1980  and  February  5,  1981 

ASSESSMENT:  Based  on  the  evaluation  of  the  existing  conditions,  the 

condition  of  Mill  Creek  Dam  is  considered  to  be  fair.  No  conditions 
were  noted  that  would  significantly  affect  the  structural  performance  of 
the  dam  at  this  time.  Ponded  water  exists  along  the  portion  of  the 
downstream  toe  which  precluded  inspection  of  this  area  for  possible 
seepage.  Therefore,  this  area  should  be  inspected  by  the  owner  after  the 
pond  below  the  toe  of  the  dam  is  drained. 

The  operational  condition  of  the  outlet  facilities  is  unknown.  The 
evaluation  of  the  operational  condition  of  the  outlet  works  by  the  owner 
is  recommended. 

The  spillway  capacity  was  evaluated  according  to  the  recommended  criteria 
and  found  to  be  inadequate.  The  spillway  capacity  is  less  than  the 
100-year  flood  peak  and  the  spillway  cannot  pass  the  spillway  design 
flood  of  one-half  of  the  Probable  Maximum  Flood  (PMF)  without  overtopping 
the  dam.  Therefore,  the  flood  discharge  capacity  of  the  dam  is  classi¬ 
fied  to  be  inadequate. 

The  following  recommendations  should  be  implemented  as  soon  as  possible 
or  on  a  continuing  basis. 

1.  The  owner  should  determine  the  nature  and  extent 
of  improvements  required  to  provide  adequate 
spillway  capacity.  In  the  interim,  the  low  areas 
on  the  crest  of  the  dam  should  be  scarified  and 
filled  with  compacted  fill. 

2.  The  ponded  water  at  the  toe  of  the  dam  should  be 
drained  and  the  toe  of  the  dam  should  be  inspected 
for  possible  seepage.  Necessary  measures  should 
be  taken  to  control  seepage,  if  it  exists. 

3.  The  operational  condition  of  the  low  level  outlet 
facilities  should  be  evaluated  and  necessary 
maintenance  performed.  If  the  low  level  outlet 
facilities  cannot  be  rendered  functional,  other 
means  should  be  developed  to  drain  the  lake  in  the 
event  of  an  emergency. 


Assessment  -  M*.l!  Creuk  Dau 


4.  Brush  0*1  the  .lownjlie&na  face  ot  the  dam  and  in  :  he 
spillway  discharge  channel  should  be  removed. 

5.  Around-the-clock  surveillance  should  bt  provided 
during  unusually  h  navy  runoff  and  a  formal  warning 
system  should  be  developed  to  alert  the  downstream 
residents  in  the  event  of  emergencies. 

6.  The  owner  should  develop  a  formal  opera*  i ng  and 
maintenance  plan  and  inspect  the  dam  regularly 
and  perform  necessary  maintenance. 
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PHASE  I  REPORT 

NATIONAL  DAM  INSPECTION  PROGRAM 
MILL  CREEK  DAM 
NDI  I.D.  PA-0038 
DER  I.D.  008-031 


SECTION  1 

PROJECT  INFORMATION 


1 . 1  General 

a.  Authority.  The  inspection  was  performed  pursuant  to  the 
authority  granted  by  The  National  Dam  Inspection  Act,  Public  Law 
92-367,  to  the  Secretary  of  the  Army,  through  the  Corps  of  Engineers, 
to  conduct  inspections  of  dams  throughout  the  United  States. 

b.  Purpose .  The  purpose  of  this  inspection  is  to  determine  if 
the  dam  constitutes  a  hazard  to  human  life  or  property. 

1 . 2  Description  of  Project 

a.  Dam  and  Appurtenances.  Mill  Creek  Dam  consists  of  an  earth 
embankment  approximately  200  feet  long  with  a  maximum  height  of  12  feet 
from  the  downstream  toe.  The  crest  width  is  about  12  feet.  The  upstream 
face  is  partially  covered  with  riprap  and  has  approximately  a  2  hori¬ 
zontal  to  1  vertical  slope.  The  slope  of  the  downstream  face  is  variable 
and  ranges  between  3  horizontal  to  1  vertical  near  the  right  abutment 
(looking  downstream)  to  about  2  horizontal  to  1  vertical  at  the  middle 

of  the  dam.  Flood  discharge  facilities  for  the  reservoir  consist  of  an 
open  channel  located  near  the  left  abutment.  The  spillway  overflow 
section  discharges  into  a  riprap-lined  channel  which  terminates  approxi¬ 
mately  50  feet  downstream  from  the  control  point.  This  channel,  in 
turn,  discharges  into  an  earth  channel.  According  to  the  design  drawings, 
the  outlet  works  consist  of  a  16-inch  steel  pipe  through  the  embankment 
extending  from  the  upstream  to  the  downstream  toe.  Flow  through  the 
pipe  is  controlled  by  a  valve  located  at  about  the  midlength  of  the 
pipe,  operated  by  a  valve  stem  extending  to  the  crest  level.  This 
outlet  system  constitutes  the  emergency  drawdown  facilities  for  the  dam. 

No  portions  of  the  outlet  system  could  be  located  during  this  inspection. 

b.  Location .  ^The  dam  is  located  across  Mill  Creek,  approximately 
three  miles  upstream  from  its  confluence  with  the  Tuscarora  Creek  in 
Tuscarora  Township,  Bradford  County,  Pennsv lvani a* ( N4 1 °  43.3',  W76° 

10.3°).  Plate  1  shows  the  location  of  the  dam. 

c.  Size  Classification.  Small  (based  on  12-foot  height  and  190 
acre-feet  maximum  storage  capacity). 
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d.  Hazard  Classification. — The  dam  is  classified  to  be  in  the 
significant  hazard  'category .  Approximately  300  to  400  feet  below  the 
dam,  the  stream  flows  under  a  highway  and  then  follows  a  narrow  and  steep 
valley  for  about  one-half  mile.  At  the  end  of  this  reach,  the  stream 
enters  a  flat  marshy  area  and  meanders  through  this  area  for  another 
one-half  mile.  At  approximately  one  mile  downstream  from  the  dam,  the 
creek  enters  a  narrow  and  steep  valley  for  the  remainder  of  its  course, 
until  reaching  Tuscarora  Creek  near  Silvara.  Before  joining  Tuscarora 
Creek,  the  stream  flows  under  State  Route  367.  'Tie  rural  residential  and 
commercial  areas  of  Silvara  are  located  in  the  vicinity  of  the  confluence 
of  Mill  Creek  and  Tuscarora  Creek. is  estimated  that  failure  of  the 
dam  may  cause  loss  of  a  few  lives  and  some  property  damage  in  these 
areas . 


e.  Ownership .  Camp  Spring  Hill,  Inc.  (address:  Mr.  Robert 
Anderson,  R.D.  #8,  Box  569,  Flemington,  New  Jersey  08822). 


f.  Purpose  of  Dam.  Recreation. 

g.  Design  and  Construction  History.  The  dam  was  designed  by  Mr. 
D.  C.  Meyer,  P.E.  of  Sayre,  Pennsylvania,  in  1953.  The  records 
indicate  that  the  construction  of  the  dam  was  completed  in  1954. 

h.  Normal  Operating  Procedure.  The  reservoir  is  normally  main¬ 
tained  at  the  crest  level  of  the  uncontrolled  spillway. 


1.3  Pertinent  Data.  Elevations  referred  to  in  this  and  subsequent 
sections  of  the  report  were  calculated  based  on  field  measurements 
assuming  the  normal  pool  level  to  be  at  Elevation  1155  (USGS  Datum) 
which  is  interpolated  from  the  USGS  7.5-minute  LaceyvilTe  and  Auburn 
Center  quadrangles. 


a.  Drainage  Area 

b .  Discharge  at  Dam  Site  (cfs) 

Maximum  known  flood  at  dam  site 
Outlet  conduit  at  maximum  pool 
Gated  spillway  capacity  at  maximum  pool 
Ungated  spillway  capacity  at  maximum  pool 
Total  spillway  capacity  at  maximum  pool 

c.  Elevation  (USGS  Datum)  (feet) 


Top  of  dam 
Maximum  pool 
Normal  pool 

Upstream  invert  outlet  works 


1.3 


square  miles 


(1) 


Unknown 

Unknown 

Not  applicable 


836 

836 


1159  (as  designed 
1157 . 9  ( low  spot ) 
1155 
Unknown 


ITT 


P lanimet  ered 


from  USGS  maps. 
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Downstream  invert  outlet  works 
Maximum  tailwater 
Toe  of  dam 


1145.1(es  t  imated ) 

Unknown 

1146 


d .  Reservoir  Length  (feet) 


Normal  pool  level  2100 

Maximum  pool  level  2200+ 

e .  Storage  (acre-feet) 

Normal  pool  level  120^) 

Maximum  pool  level  190^2) 


f.  Reservoir  Surface  (acres) 


Normal  pool  level 
Maximum  pool  level 

g .  Dam 

Type 
Length 
Height 
Top  width 
Side  slopes 


Zoning 

Impervious  core 
Cutoff 

Grout  curtain 

h .  Regulating  Outlet^ 2 ) 

Type 

Length 

Closure 

Access 

Regulating  facilities 

i .  Spi 1 lway 
Type 


21 . 1 

26.6 


Earth 
200  feet 
12  feet 
12  feet 

Downstream:  Varies 
3H: IV  to  2H: IV 
Upstream : 

2H :  IV 
Unknown 
Unknown 
Unknown 
Unknown 


16- inch-d  i  ame  t  er  steel^^ 
78  feet<3) 

Valve  ^ 3  ) 

Unknown  ^  ^ ^ 

Valve ( 3  ) 


Earth  channel 

overflow  section 


\  ; 

vzyEstimated  based  on  the  reservoir  area  and  height  of  the  dam. 

^ -^Reported  on  design  drawings.  Outlet  works  were  not  observed  during 
this  inspection. 
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Length 


Crest  elevation 
Upstream  channel 
Downstream  channel 


46  feet  (perpen¬ 
dicular  to  flow) 

62  feet  (as  designed) 

1155 

Lake 

Earth 


S  rCT  j ON  2 
DESIGN  DA '"A 


a .  D  3t  j  Avai  iatl  e.  'Inc  available  da'  a  consist  of  files  provided 
bv  the  Commonwealth  of  Pennsylvania,  Department  of  Env  i  r  rnrvnt  a  resource 
^PenobEH),  which  contain  design  drawings,  past  inspection  r  peer's  u  .2 
c  o  r  r  e  s pc  ad one c  . 

(1)  Hvdrol*y£v  and  Hydraulics  .  No  'iengti  information  i&  a  -  1  at> ;  . 

n  Commonwv.  ich  oi  1  onus/ lv ani a  report  entitled,  “Report  Upon  "he  Api’i- 
c  at  ini  cl  lie  card  7.  Karschrer/'  date.  St  pi  ember  19:*0,  giver  toe  cesign 
c a p a c ‘ l y  of  tn e  s p i ’ 1 w a > . 

(?)  Emb n  one  n  t  .  Available  information  consists  of  ci-sign  drawing  ■  , 
past  inspection  repoi.s,  arc  cor  re; pondenc e . 

k3)  An  /or**  r«  nl _ S :  ru  lures.  The  available  ir.  f  o:  mar  i  on  Cunsif.is  *1 

1  ii  i  ted  d  e  s  ;  g  dr  a  * :  r  g  r  . 


( 1 )  Er.  ^  '*  n >  •*. :  .  A.v c  i  1  able  r <=  c  ores  indicate  t  h a t  th  e  da :r.  c  c a s  :  s  t  ^ 

of  a  compacted  no:;,  or:  ■  nous  earth  enoankm  ?r.t  .  Plates  2  and  3  snow  the  pla 
and  the  tvpical  cross  section  of  the  dam,  respect i ve i y .  Tik  dam  was 
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to  about 

two  feet  abo 
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the  normal  oool 

levt*  1  . 

Plate/'  also  shows  the  plan  and  vall^v  cross  .section 
shown  in  Plate  approximately  o  60- foot  se:t : on  cf 
the  base  of  the  coon  channel  spillway. 
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(1)  Hydrology  and  Hydraulics.  No  design  data  are  available.  The 
1953  Commonwealth  of  Pennsylvania  report  notes  the  spillway  capacity  to 
be  1325  cfs,  based  on  a  63-foot  flow  width  and  a  head  of  4  feet, 

(2)  Embankment .  No  engineering  data  are  available  on  the  design 
of  the  embankment, 

(3)  Appurtenant  Structures.  No  design  information  is  available  on 
the  appurtenant  structures. 

2.2  Construction .  Available  records  indicate  that  the  construction  of 
the  dam  was  completed  about  1954.  No  other  information  is  available  on 
the  construction  of  the  dam.  Based  on  field  observations,  it  appears 
that  the  spillway  was  not  constructed  in  accordance  with  design  drawings. 
While  the  design  drawings  show  the  width  of  the  spillway  to  be  63  feet, 
the  width  of  the  spillway  was  measured  to  be  approximately  46  feet  during 
inspection.  No  information  was  found  to  indicate  that  any  major  postcon¬ 
struction  changes  were  undertaken. 

2.3  Operation .  There  are  no  formal  operating  records  maintained  for  the 
dam. 

2.4  Other  Investigations.  None. 

2 . 5  Evaluation 

a.  Availability .  The  available  information  was  provided  by 
PennDER. 


b .  Adequacy 

(1)  Hydrology  and  Hydraulics.  Available  information  is  not  con¬ 
sidered  to  be  sufficient  to  assess  the  adequacy  of  the  spillway  capacity. 

(2)  Embankment .  No  design  and  construction  information  is  avail¬ 
able  to  assess  the  adequacy  of  the  design  of  the  embankment . 

(3)  Appurtenant  Structures.  No  design  information  is  available 
for  the  appurtenant  structures. 


SECTION  3 
VISUAL  INSPECTION 


3 . 1  Findings 

I 

a.  General .  ^The  onsite  inspection  of  Mill  Creek  Dam  consisted 

of : 

1.  Visual  inspection  of  the  embankment,  abutments, 
and  embankment  toe . 

2.  Visual  examination  of  the  spillway  and  the 
visible  portions  of  the  outlet  works. 

3.  Evaluation  of  downstream  area  hazard  potential. 

The  specific  observations  are  illustrated  in  Plate  4. 

b.  Embankment .  The  general  inspection  of  the  embankment  consisted 
of  searching  for  indications  of  structural  distress,  such  as  cracks, 
subsidence,  bulging,  wet  areas,  seeps  and  boils,  and  observing  general 
maintenance  conditions,  vegetative  cover,  erosion,  and  other  surficial 
features . 

In  general,  the  condition  of  the  dam  is  considered  to  be  fair.  The 
downstream  face  of  the  dam  is  covered  with  grass  and  brush  and  revealed 
no  signs  of  distress.  The  upstream  face  of  the  dam  is  also  covered  with 
grass  and  partially  with  riprap  and  was  found  to  be  in  good  condition 
with  no  signs  of  significant  shoreline  erosion. 

The  most  significant  condition  noted  was  the  presence  of  a  pond  at  the 
toe  of  the  dam.  The  pond  appeared  to  be  caused  by  blockage  of  the 
outlet  pipe  discharge  channel  by  debris,  approximately  20  feet  below  the 
dam.  The  pond  submerges  a  portion  of  the  downstream  slope  of  the  dam, 
precluding  adequate  inspection  of  the  toe  of  the  dam  for  possible  seepage. 

The  crest  of  the  dam  was  surveyed  relative  to  the  spillway  crest  eleva¬ 
tion  and  it  was  found  that  approximately  two-thirds  of  the  embankment  is 
approximately  1,0  foot  below  the  design  crest  level.  The  dam  crest 
profile  is  illustrated  in  Plate  5.  The  downstream  slope  of  the  dam  was 
surveyed  and  found  to  be  varying  between  3  horizontal  to  1  vertical  and 
2  horizontal  to  1  vertical. 

c.  Appurtenant  Structures.  The  spillway  structures  were  examined 
for  deterioration  or  other  signs  of  distress  that  would  limit  flow.  In 
general,  the  spillway  structures,  which  consist  of  a  riprap-lined 
overflow  section  and  a  discharge  channel,  were  found  to  be  in  fair  condi¬ 
tion.  Approximately  300  feet  downstream  from  the  dam,  the  stream  flows 
through  an  8- f oot -d iamet er  highway  culvert.  However,  it  appears  that  a 
blockage  of  the  culvert  would  not  affect  the  discharge  capacity  of  the 
spi 1 lwav . 
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No  portions  of  the  outlet  facilities  were  visible  to  assess  their  con¬ 
dition. 

d.  Reservoir  Area.  A  map  review  indicates  that  the  watershed  is 
predominantly  covered  by  woodlands.  A  review  of  the  regional  geology 
is  included  in  Appendix  F. 

e.  Downstream  Channel.  Below  the  dam,  the  stream  flows  through 

an  uninhabited  valley  for  most  of  its  course  and  joins  Tuscarora  Creek  at 
Silvara.  Further  description  of  the  downstream  conditions  is  included 
in  Section  1.2  d . 

3.2  Evaluation .  In  general,  the  dam  was  found  to  be  in  fair  condition. 
Due  to  the  presence  of  ponded  water  along  the  toe  of  the  dam  which 
precluded  inspection  of  this  dam  for  signs  of  seepage,  concern  exists  as 
to  the  possibility  of  seepage  through  the  dam  which  may  be  feeding  this 
pond  below  the  dam.  In  view  of  this  condition,  the  toe  of  the  dam  should 
be  inspected  after  the  pond  below  the  dam  is  drained.  Further,  no 
portions  of  the  outlet  facilities  were  visible  for  inspection.  Therefore, 
the  owner  is  advised  to  locate  the  outlet  facilities  and  evaluate  their 
cond i t ion . 
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SECTION  4 

OPERATIONAL  FEATURES 


4.1  Procedure .  There  are  no  formal  operating  procedures  for  the 
dam.  The  reservoir  is  normally  maintained  at  the  uncontrolled  open- 
channel  spillway  crest  level  with  excess  inflow  discharging  over  the 
spillway. 

4.2  Maintenance  of  the  Dam.  The  maintenance  condition  of  the  dam  is 
considered  to  be  fair.  While  the  grass  on  the  crest  of  the  dam  appears 
to  be  occasionally  mowed,  the  downstream  face  is  covered  with  brush, 
requiring  clearing. 

4.3  Maintenance  of  Operating  Facilities.  No  portions  of  the  outlet 
facilities  were  visible  for  inspection. 

4.4  Warning  System.  No  formal  warning  system  exists  for  the  dam. 
Telephone  communication  facilities  are  available  approximately  one-half 
mile  downstream  from  the  dam. 

4.5  Evaluat ion .  While  the  maintenance  condition  of  the  dam  is  con¬ 
sidered  to  be  fair,  the  outlet  pipe  and  operating  equipment  could  not  be 
located.  It  is  recommended  that  the  operational  condition  of  the  outlet 
facilities  be  evaluated  and  necessary  maintenance  performed  by  the 
owner . 


SECTION  5 

HYDRAULICS  AND  HYDROLOGY 


5 . 1  Evaluation  of  Features 

a.  Design  Data.  Mill  Creek  Dam  has  a  watershed  of  1.3  square 
miles  and  impounds  a  reservoir  with  a  surface  area  of  21.1  acres  at 
normal  pool  level.  The  flood  discharge  facilities  consist  of  an  open- 
channel  spillway  located  near  the  left  abutment.  The  capacity  of 

the  spillway  was  determined  to  be  836  cfs,  based  on  the  available 
2.9-foot  freeboard  relative  to  the  low  spot  on  the  crest  of  the  embank¬ 
ment.  Based  on  the  design  freeboard  of  4  feet,  the  spillway  capacity 
would  be  1340  cfs. 

b.  Experience  Data.  As  previously  stated,  Mill  Creek  Dam  is 
classified  as  a  small  dam  in  the  significant  hazard  category.  Under  the 
recommended  criteria  for  evaluating  emergency  spillway  discharge 
capacity,  such  impoundments  are  required  to  pass  from  the  100-year  flood 
to  one-half  of  the  PMF.  In  view  of  the  downstream  damage  potential, 
one-half  PMF  was  selected  as  the  spillway  design  flood. 

The  PMF  inflow  hydrograph  for  the  reservoir  was  determined  utilizing 
the  Dam  Safety  Version  of  the  HEC-1  computer  program  developed  by 
the  Hydrologic  Engineering  Center  of  the  U.S.  Army,  Corps  of  Engi¬ 
neers.  Data  used  for  the  computer  analysis  are  presented  in  Appendix 
D.  The  one-half  PMF  inflow  hydrograph  was  found  to  have  a  peak  flow  of 
1641  cfs.  The  100-year  flood,  calculated  according  to  the  recommended 
procedure,  was  found  to  have  a  peak  flow  of  1170  cfs.  The  computer 
input  and  a  summary  of  the  computer  output  for  the  PMF  analysis  and  the 
100-year  flood  calculations  are  included  in  Appendix  D. 

c.  Visual  Observations.  On  the  date  of  inspection,  no  conditions 
were  observed  that  would  indicate  that  the  capacity  of  the  spillway 
would  be  significantly  reduced  in  the  event  of  a  flood. 

d.  Overtopping  Potential.  The  existing  spillway  capacity  of  836 
cfs  is  found  to  be  less  than  the  100-year  flood  peak  flow  of  1170  cfs. 
Further,  various  percentages  of  PMF  inflow  hydrograph  were  routed  through 
the  reservoir,  and  it  was  found  that  the  spillway  can  pass  20  percent  of 
the  PMF  without  overtopping  at  the  low  spot  on  the  crest  of  the  dam.  For 
50  percent  of  the  PMF,  the  low  spot  on  the  crest  would  be  overtopped  for 
a  duration  of  3,5  hours  with  a  maximum  depth  of  1  foot. 

e.  Spillway  Adequacy.  Since  the  spillway  cannot  pass  the  spillway 
design  flood  of  one-half  PMF  without  overtopping  the  embankment,  the 
spillway  is  classified  to  be  inadequate.  Further,  the  existing  spillway 
capacity  is  less  than  the  100-year  flood  peak  flow  of  1171  cfs.  However, 
if  the  low  areas  on  the  dam  crest  were  filled  to  the  design  elevation, 
the  spillway  capacity  would  be  sufficient  to  pass  the  100-year  flood. 


(1)  Embankment .  As  discussed  in  Section  3,  the  field  observa¬ 
tions  did  not  reveal  any  signs  of  distress  that  would  significant ly 
affect  the  stability  of  the  dam  at  this  time.  However,  ponded  water 
along  the  toe  of  the  dam  precluded  adequate  inspection  of  this  area  and 
raised  concern  as  to  the  possibility  of  seepage  through  the  dam  that 
could  affect  the  performance  of  the  structure.  Therefore,  inspec¬ 
tion  of  this  area  is  recommended  after  the  pond  below  the  toe  of  the  dam 
is  drained. 


(2)  Appurtenant  Structures.  The  structural  performance  of  the 
spillway  facilities  appears  to  be  satisfactory.  Because  the  outlet  pipe 
was  not  visible  and  could  not  be  located,  no  conclusions  were  reached  as 
to  the  structural  adequacy  of  the  outlet  facility. 

b .  Design  and  Construction  Data 

(1)  Embankment .  As  previously  noted,  no  signs  of  distress  were 
noted  at  this  time.  Therefore,  based  on  visual  observations,  the  static 
stability  of  the  dam  is  considered  to  be  adequate. 

(2)  Appurtenant  Structures.  No  design  and  construction  data  are 
available  to  assess  the  structural  adequacy  of  the  appurLenant  structures 

c.  Operating  Records.  Not  maintained. 

d.  Post  const ruct ion  Changes.  None  reported. 

e.  Seismic  Stability.  The  dam  is  located  in  Seismic  Zone  1  and 
based  on  visual  observations,  the  static  stability  of  the  dam  is  con¬ 
sidered  to  be  adequate.  Therefore,  based  on  the  recommended  criteria 
for  the  evaluation  of  seismic  stability  of  dams,  the  structure  is 
presumed  to  present  no  hazard  from  earthquakes. 
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SECTION  7 

ASSESSMENT  AND  RECOMMENDATIONS /PROPOSED  REMEDIAL  MEASURES 


7.1  Dam  Assessment 


a.  Assessment .  The  visual  observations  indicate  that  the  Mill 
Creek  Dam  embankment  is  in  fair  condition.  No  conditions  were  observed 
that  would  significantly  affect  the  overall  performance  of  the  structure 
at  this  time.  However,  the  presence  of  ponded  water  along  the  toe  of 
the  dam  raises  concern  as  to  the  possibility  of  seepage  through  the 

dam  in  this  area.  Therefore,  the  toe  of  the  dam  should  be  inspected  for 
signs  of  seepage  after  the  pond  is  drained  and  necessary  measures  taken 
if  seepage  conditions  exist. 

Operating  facilities  for  the  outlet  pipe  could  not  be  located;  therefore, 
the  operational  condition  of  these  facilities  is  unknown.  It  is  recom¬ 
mended  that  the  owner  evaluate  the  operational  condition  of  the  outlet 
facilities  and  perform  necessary  maintenance. 

Spillway  capacity  was  evaluated  according  to  the  recommended  procedure 
and  was  found  to  pass  20  percent  of  the  PMF  without  overtopping  the 
embankment,  which  is  less  than  the  required  spillway  design  flood  of  50 
percent  of  the  PMF.  Further,  the  spillway  capacity  is  also  less  than 
the  100-year  flood  peak.  Therefore,  the  spillway  capacity  is  rated  to 
be  inadequate. 

b.  Adequacy  of  Information.  The  available  information,  in  con¬ 
junction  with  the  visual  observations  and  the  previous  experience  of  the 
inspectors,  is  considered  to  be  sufficient  to  make  the  following  recom- 
mendat ions . 

c.  Urgency .  The  following  recommendations  should  be  implemented 
immediately  or  on  a  continuing  basis. 

d.  Necessity  for  Additional  Investigations.  See  Section  7.2  1. 

7.2  Recommend at ions/Remed ial  Measures .  The  following  recommendations 
should  be  implemented  as  soon  as  possible  or  on  a  continuing  basis. 

1.  The  owner  should  determine  the  nature  and  extent 
of  improvements  required  to  provide  adequate 
spillway  capacity.  In  the  interim,  the  low  areas 
on  the  crest  of  the  dam  should  be  scarified  and 
filled  with  compacted  fill. 

2.  The  ponded  water  at  the  toe  of  the  dam  should  be 
drained  and  the  toe  of  the  dam  should  be  inspected 
for  possible  seepage.  Necessary  measures  should 
be  taken  to  control  seepage,  if  it  exists. 


The  operational  condition  of  the  low  level  outlet 
facilities  should  be  evaluated  and  necessary 
maintenance  performed.  If  the  low  level  outlet 
facilities  cannot  be  rendered  functional,  other 
means  should  be  developed  to  drain  the  lake  in  the 
event  of  an  emergency. 

Brush  on  the  downstream  face  of  the  dam  and  in  the 
spillway  discharge  channel  should  be  removed. 

Around-the-clock  surveillance  should  be  provided 
during  unusually  heavy  runoff  and  a  formal  warning 
system  should  be  developed  to  alert  the  downstream 
residents  in  the  event  of  emergencies. 

The  owner  should  develop  a  formal  operating  and 
maintenance  plan  and  inspect  the  dam  regularly 
and  perform  necessary  maintenance. 


appendix  a 

CHECKLIST 
VISUAL  INSPECTION 
PHASE  I 


CHECKLIST 
VISUAL  INSPECTION 
PHASE  I 


VISUAL  INSPECTION 
PHASE  I 

_ EMBANKMENT _ _ 

VISUAL  EXAMINATION  OF  P  OBSERVATIONS  I  REMARKS  OR  RECOMMENDATIONS 


I,  INSPECTION 

PHASE  I 

El)  SPILLWAY 


SUM*  EXAMINATION  OF  _ OHIO-  RVAT I ONS _ _  REMARKS  OR  RECOMMEND  AT  TONS 


HHH10 


VISUAL  INSPECTION 
PHASE  I 


APPENDIX  B 

CHECKLIST 
ENGINEERING  DATA 
DESIGN,  CONSTRUCTION,  OPERATION 
AND  HYDROLOGIC  AND  HYDRAULIC 
PHASE  I 


OUTLETS  -  PLAN 

-  DETAILS 

-  CONSTRAINTS  See  Pl;ite 

-  DISCHARGE  KAN  NOS 


CHECKLIST 
ENGINEERING  DATA 
DESIGN,  CONSTRUCTION,  OPERATION 
PHASE  I 


BORING  RECORDS  None  available 

LABORATORY 

FIELD 


CHECKLIST 
ENGINEERING  DATA 
DESIGN,  CONSTRUCTION,  OPERATION 
PHASE  I 


HIGH  POOI.  RECORDS 


CHECKLIST 
NEKR1NC  DATA 
STRIICTION,  OPERATION 
PHASE  I 


OPERA'l  I N(»  hljUIPHI'.NI  I  None  available 


CHECKLIST 
ENGINEERING  DATA 
HYDROLOGIC  AND  HYDRAULIC 


DRAINAGE  AREA  CHARACTERISTICS ;  1.3  square  miles  (wooded) _ 

ELEVATION,  TOP  OF  NORMAL  POOL  AND  STORAGE  CAPACITY:  1155  (120  acre-feet) 
ELEVATION,  TOP  OF  FLOOD  CONTROL  POOL  AND  STORAGE  CAPACITY:  1158  (120  acre-feet 

ELEVATION,  MAXIMUM  DESIGN  POOL:  1159 _ 

ELEVATION,  TOP  OF  DAM:  1158 _ 

SPILLWAY : 

r1  1155 

a.  Elevation _ 

b.  Type  Earth  channel _ 

c.  Width  46  feet  (perpendicular  to  flov) _ _ 

d  *  Leng  t  h  N/A _ 

6 •  Location  Spillover  Middle  of  embankment _ _ _ _ 

f.  Number  and  Type  of  Gates  None _ _ 

OUTLET  WORKS: 

a .  Type  Dam  has  no  outlet  facilities. _ 

b.  Location  N/A _ 

c.  Entrance  Inverts  N/A _ 

d.  Exit  Inverts _ N/A _ 

e.  Emergency  Drawdown  Facilities  None _ 

HYDROMETEOROLOGICAL  GAGES : 

a.  Type  None 

b.  Location  N/A _ 

c.  Records  None _ 

MAXIMUM  NONDAMAGING  DISCHARGE:  836  cfs  existing  spillway  capacity 
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LIST  OF  PHOTOGRAPHS 
MILL  CREEK  DAM 
NDI  I .  D .  NO.  PA-0038 
NOVEMBER  14,  1980 


DESCRIPTION 


Crest  (looking  east). 

Spillway  crest  looking  downstream. 

Ponded  water  along  downstream  toe 
of  dam. 


House  (3.0  miles ) . 
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APPENDIX  D 


HYDROLOGY  AND  HYDRAULICS  ANALYSES 
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REGIONAL  GEOLOGY 


REGIONAL  GEOLOGY 
MILL  CREEK  DAM 


The  Mill  Creek  Dam  is  located  in  the  glaciated  low  plateaus  section 
of  the  Appalachian  Plateau  physiographic  province,  characterized  as  a 
mature  glaciated  plateau  of  moderate  relief. 

The  geologic  structure  consists  of  a  series  of  northeast  trending 
folds  (approximately  N70*E)  which  plunge  gently  to  the  southwest.  The 
dip  of  the  limbs  of  the  folds  in  the  vicinity  of  the  Mill  Creek  Dam 
is  less  than  five  degrees,  with  the  southeast  limb  steeper  than  the 
northwest  limb.  The  dam  is  located  just  north  of  a  small  syncline 
and  south  of  the  Towanda  Anticline.  In  general,  the  discontinuity 
trends  are  northeast  and  northwest. 

The  stratigraphy  consists  of  glacial  till  which  will  range  in  thickness 
from  very  thin  to  approximately  200  feet.  The  glacial  till  is  underlain 
by  the  Devonian  Chemung  Formation,  which  is  approximately  475  feet  thick 
in  this  area.  The  Chemung  Formation  is  marine  in  origin,  consisting  of 
interbedded  green-gray  shale,  sandy  shale,  and  fine-grained  sandstone. 
The  shale  strata  tend  to  weather  rapidly  when  exposed. 
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Allegheny  Group 

('yritc  argue  nee*  of  *a  ndatonc.  thole.  time- 
ntnMc  ami  coni,  nume mot  rommirnal 
eonU.  hmratanc*  thicken  went  until;  !'«». 
v<>rt  i.imrmtinte  lit  /dun  }Mir(  of  arrtuoi, 
include*  Freeport,  Hittomnng.  and 
Clarion  Formation*. 


Pottsville  Group 

Predominantly  aandatonc*  <jhW  cono/omrr- 
ote*  u-\th  thin  nhalr*  nud  coal*.  turtle  coal* 
mineable  locally. 


ANTHRACITE  REGION 


Post- Pottaville  Formations 

tlrou'o  ■>/  gray  an  ndatonc*  and  nhalcx  u-ith 
name  conglomerate  and  u  u  meruit t  mine¬ 
able  coal* 


Pottsville  Group 

l.ujht  gray  tn  white,  coaiac  grained  nmui- 
tt o net  anti  conglomrratt *  with  tome  mine- 
able  emit;  i  n  elude*  Sharp  Mountain. 
S»tiiwOoH.  and  Tlimfcfiw®  Hun  Forma¬ 
tion* 


Maurh  Chunk  Formation 

Red  thttli  *  with  hi  on- a  to  i/itti,,*h  gum 

flu  ip)  n  *u  lot*  f  out  *  i  in  tilth*  tiii-ii. tail  i 

hi mrntunr  in  Fayette,  W\  «fmi>rr Tomt,  nt»f 
Sunil  ear  t  run  at  it  *  l.nyothu  ii  mi  l.imeetnue 
at  the  tui*r  t  ft  aouthu’entcr  n  f*i  n  n*ytnanin . 


Porono  Group 

/,fi  itnin  i  nn  ntly  at  ay,  hard,  ma  mdi  t  era**- 
h- ‘hieit  •  utn/lomrrnti  and  *a  rut*/ u it •  ti  lth 
*'»>»*  iim'ImiIi  t  in  fhi  A  tifintach hi n 

f*lilteau  Itiirgnnn.  She  an  non.  f'uyahoga, 
Cuancwago,  Curry,  and  F  tpp  Forma 
lion  a,  include*  find  nf  (taientm’  of 
M.  h.  Fuller  in  Cotter  and  Tmctn  eauntie* 


DEVONIAN 

UPPER 
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Oswayo  Formation 

Rroirniah  and  greeniah  gray,  fine  and 
medium  grained  aandatonc*  with  aome 
ahntfa  acnltrrcd  cnfcnreou*  Irnaca. 

in  elude  a  red  ahalea  which  become  more 
numrroua  mat  ward.  Relation  to  type 
Oawayo  not  proved. 


CaUkill  Formation  I 

Chiefly  red  to  bmwniah  ahalea  and  tand-  * 
•lone*,  include*  gray  and  greeniah  mn  t  I 
atone  tongue a  named  Ftk  Mountain,  > 
Honendalc,  iSfcofcota,  and  Delaware  River  ] 
in  (he  eaat.  ( 
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Marine  heels 

Gray  tn  olive  brown  ahalea,  grauwackea , 
and  aandatonc*,  contain*  "Chemung"  bed* 
and  "Portage"  bed a  including  Hurket, 
Rrnlher,  Harrell,  and  Tt-tmmrrK  Rock; 
Tully  tAmenlnnc  »*<  haae. 


Susquehanna  Group 

Itnrbed  tine  ia  *’ Chemung -  CatnkilV  con¬ 
tact  of  Seecmd  1‘ennnylvanin  Survey 
County  report a;  barb a  on  ” Chemung "  aide 
of  line 
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